Guide to Stories Which 
Ran In the News In 1966 


eral subject matter. 


Editor’s Note: Following is a listing of some of the stories 
and articles which appeared in the News during 1966. This is 
by no means a complete summary of all articles, but rather 
some of the more significant stories. They are noted by the 
headline under which they appeared and are classified by gen- 


Air Conditioning 
GENERAL 


The Air Conditioning Industry—As a Con- 
tractor Sees It. March 14, p. 48. 

101 Firms Supply Product Data on 1966 
Unitary Air Conditioners, April 4, p. 1. 

S-W Sees Need for Top Engineering, Mar- 
— Efforts In Future Growth. May 2, 
p. 24. 

NYC Mayor Signs ‘Toughest’ Air Pollution 
Bill, May 30, p. 50. 

Work with Plumbers on Running Condensate 
Lines, ARCA Urged. June 13, p. 8. 

U.S. Studies Weather for Heat/Death Pat- 
tern. Aug. 8, p. 1. 

Some Observations on Air Pollution—Its 
Sources and Components. Aug. 15, p. 24. 

Copper Industry Assures Users read Will 
Soon Meet Demand. Aug. 15, p. 

Conversation with Carrier: (1) 
Aug. 15, p. 30. 

Gas Proponents See Cooling Sales Passing 
Heat Pumps. Aug. 29, p. 1. 

Building Automation—The Growing Role of 
Automated Central Controls In Large-Scale 

by John 


at AGA 


Building Mechanical Systems... 
E. Haines. Sept. 26, p. 30. 
Conductron - 6 Only a Picture 
Meet. Oct. 10, p. 1. 
Conversation with’: JI ohn Norris, Sr., of Lennox. 
Part 1, Oct. 31, p. 24. 
Part 2, Nov. 7, p. 26. 
Noise Ordinances Viewed as Major Threat 
by ARI, Nov, 28, p, 1. 
ASHRAE’s New ‘Fundamentals’ Book To 
Supplement Guide/Data Series, Nov, 28, 
4 


p. 4. 
Spectacular Growth Has Meant tes a More 


Complex Problems, Dec. 5, p. 
U.S. Navy Builds Air Conditioned Radio Base 
In Northwest Australia, Dec, 12, p, 5. 


COMMERCIAL 


Large Building Air Conditioned Without 
Using Space Inside or Installing Equip- 
ment on Roof. Jan. 10, p. 21. 

Flexible Four-Pipe System Conditions a New 
Seattle Office Building. Jan. 24, p. 6. 

Engineers Advise How To Reduce Air Condi- 
tioning Water Use. Feb. 7, p. 11. 


73 Rooftop Units Heat and Cool Shopping 
Center, Mall, Concourse. March 7, p. 31. 
Canada Cuts Duties on 2 Classes of Air 
Conditioning, Boosts It on Third. March 14, 


p. 2. 
25 Rooftop Units Provide 513 Tons of Cooling 
for Long Island Store. March 14, p. 24. 
Air oS ~ ‘ene the Shopping Center, March 


21, p. 28. 

Tyler Adds Air Conditioning Line, Seeks To 
Double Volume by 1970. March 28, p. 1. 

Changes Due to Water Rules Help Boom 
Sales In NYC, April 4, p. 1. 

Air Conditioning Keeps SAGE Air Defense 
Communication, Computers on Constant 
Duty. April 11, p, 24. 

U.S. Air Force Now Using %5,000 Tons of 
Air-Cooled Condensing—Nearly Half of Its 
Installed Refrigeration, May 30, p. 27. 

Ceiling System Offers 4-Way Control of 
Sound, Lighting, Air Exchange, and Parti- 
tion Support. June 6, p. 5. 

School Air Conditioning, Total Energy Con- 
ot — by Christian Brothers. June 
, p. 10, 

Heat from Lights Will Heat 3-Story G-E 
Office Building. June 13, p. 8. 

Two Separate Systems Cool New 3-Acre, 
$20 Million Xerox Complex. June 13, p. 32. 

Contractor Uses Truck To Hide Air Condi- 
tioning for Airliner Lounge. June 27, p. 30. 

Vatican Plans Cooled Hall. July 11, p. 1. 

San Diego Utility Spearheads Commercial 
Cooling Drive. Aug. 15, p. 39. 

Total Energy Dropped by Three Large 
Dallas Office Buildings. Aug. 29, p. 1 

Initial ‘Bugs’ Corrected, ‘Lite Therm’ Sys- 
tem Performing Weli In First Commercial 
Installation, Aug. 29, p. 18. 

Total Energy System Planned for 175-Acre 
ee -Residential Development. Sept. 

, p. 33. 

Air Change Every 40 Seconds Possible—Ex- 
terior Concrete Ducts Will Supply 300,000 
cfm of Conditioned Air. Sept. 19, p. 34. 

Tuscumbia, Ala.—Two Air Conditioned Ala- 
bama Schools Built for $11 Sq Ft.—Cost 
Matches Non-Cooled Schools. Sept. 26, p. 36. 

Auto Club Humidity Controlled by Bypass 
Modulation. Oct, 3, p. 11. 

Air Conditioned Arena Seats 7,500 (9 mi. of 
‘Ammonoduct’ Used In Fresno’s 17,776-sq- 
ft Ice Rink), Oct. 3, p. 25. 

Weather Plays Important Role In Helicopter 
Lift of Equipment. Oct. 10, p. 13. 

(Continued on Page 14, Please) 
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(Continued from Page 12) 


Schools Replace Office Bldgs. as Top Cooling 
Market, Oct. 31, p. 1. 

School Air Conditioning—All-Year State Col- 
lege Use Boosts Cooling. Oct, 31, p. 1. 

What’s ‘Total Comfort’ for Polar Bears? 
Serviceman with 3 Live Ones Seeks Answer 
as He Builds Chilly Den. Oct. 31, p. 365. 

Pig Research Conducted In Air Conditioned 
‘Bacon Bin’ by Southern Illinois University. 
Nov. 7, p. 11. 

Additions Will Boost Climate Control System 
to 8,000 Tons of Cooling at Douglas Space 
Center. Nov. 14, p. 8. 

Air Conditioned Mining Towns Being Tried 
In Russia, Australia. Nov. 21, p. 1. 

Four Sugar Storage Silos In England Are 
Air Conditioned To Prevent Condensation. 
Nov. 28, p. 8 

Madison Square Gardens To Get Air Con- 
tamination Control System. Nov. 28, p. 20. 

10-Ton Units Help Convert Storage Building 
Into Comfortable Offices, Nov, 28, p. 21. 

Roof-Mounted Air-Cooled Condensers Ease 
Service Problems at Los Angeles Hospital. 
Dec. 5, p. 13. 

Developed at Stanford Univ.—i1 School Dis- 
tricts Use Modular Construction System. 
Dec. 12, p. 1. 

To Prevent Interference with Radar—Low 
Profile Package Units Control Radome 
Temperature. Dec. 12, p. 13. 

Two Air Conditioned Schools Use Different 
Energy Sources. Dec. 12, p. 15. 

Controlied Climate Makes Tennis an All-Year 
Sport. Dec. 19, p. 29. 


INDUSTRIAL 


Plant Air Conditioning System Designed 
Around 13 Roof-Mounted Cooling Units. 
Feb. 7, p. 9. 

‘Non-Electrolytic Brine’ System Handles 
Cooling Needs of Apollo Space Module 
Prior To Blast Off. April 18, p. 41. 

bog Air Protection for NORAD. April 25, 


Rigid Control of Air Is Vital to Buried 
NORAD Command Post. April 25, p. 26. 
Big Make-Up Air Unit Allows Mfr, To Spray 
Paint Under Healthful Conditions. June 6, 


p. 34: 
‘Pieta’. Cooler To Be Installed In Buehler 
Transmission Plant, June 6, p. 
Manufacturer Sees Air Conditioning as Boon 
to Employees and Profits. July 18, p. 30. 
Guitar Factory’s Climate Control Proves 
Exacting Challenge for Acco. Sept. 5, p. 27. 


_ 2,000-Ton Chiller Cools Plant. Sept. 12, p. 29. 


Douglas Aircraft’s Space, Deadline Problems 
Solved by Installing Cooling Units Outside. 
Oct. 3, p. 9. 

$3 Million Decal Plant Has 900 Tons of 
Cooling. Nov. 14, p. 8. 

Spot Humidification Solves Textile Exhibi- 
tors’ Rh Problems. Dec. 12, p 


RESIDENTIAL 


California Tract Builder Has Included Air 
Conditioning In Every Home for 3 Years. 
Jan. 10, p. 8. 

Dept. Store Cooling Sales Seen as Boon to 

Contractor by Luxaire VP. Jan. 24, p. 1 
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Payne To Tell Dealers How To Buck Dept. 
Stores, Get Existing Home Jobs. Jan, 24, 
ae 

Separate Registers for Heating, Cooling 
Featured In $90,000 Speculative House. Jan. 
24, p. 18. 

Homes In San Diego Tract Certified Prepared 
for Cooling. Feb. 14, p. 8. 

Central Air Conditioning Cited as Feature 
In Many Proposed, Existing Homes—FHA, 
Feb. 14, p. 29. 

Air Conditioning Wholesalers Told: Don't 
Cut Yourself Off from Mass Merchandisers. 
Feb. 14, p. 35. 

Shortage of New Receptacles May Hurt 
Room Cooler Sales—NEMA, March 14, p. 2. 

Two Air Conditioning Machines with Total 
Brake Hp of Only 350 Cool Apt. Bldg. 
April 18, p. 36. 

Arrow-Hart Offers New Wiring Devices Re- 

quired for Room Unit Installations, April 


25, p. 6. 

AGA-Conductron Prototype May Lead to Gas 
Room Unit. May 9, p. 1. 

PIPE Service Campaign Ineffective, Most Air 
Conditioning Users Prefer Industry Me- 
chanics. May 16, p, 22. 

Contractor’s Service Instructors Help Air 
Conditioner Customers. May 30, p. 

‘Comfort Conditioning’ Advertised Jointly by 
Two Utilities. July 138, p. 2. 

Chicago Utility Offers $200 Certificate Toward 
Gas Air Conditioners. June 13, p. 5. 
CPAC Home Introduced at Sylmar Tract, 
Buyer Receives ‘Add Later’ Guarantee with 

Purchase. June 27, p. 6. 

Central Vacuum Cleaning Successfully Pro- 
moted with Central Cooling. June 27, p. 30. 

Huge ‘Parade of Homes’ Exhibition Tent 
Will Use 45 Tons of Cooling. July 4, p. 21. 

Bank Lobby Is Site of Exhibit Promoting 
Air Conditioning and Financing. July 18, 


p. 38. 

Central Cooling Installed In Older Home 
That Had No Central Heating System with 
Minimal Remodeling. Aug. 29, p. 43. 

Home ‘Air Conditioning Facts’ Draws Big 
Response In San Diego, Sept. 12, p, 1. 

A Total Comfort Package ... Whv Not a 
Practical One for the Home? Sept. 12, p. 9. 

Apartment Credits Gas Central Cooling for 
Rapid Rental Rate. Sept. 19, p. 33. 

ba Total Home Comfort, Reed Urges. Sept. 

) D. 4, oo 4 

Honeywell Reveals i. 7 Total Home 
Comfort Program, Oct. 

Department Stores Do Not PSet Home Air 
Conditioning Prices. Oct. 17, p. 2. 

Utility Sells Cooling to Residents on ‘Pay-as- 
You-Use-It’ ao Fy 79-Acre Allegheny 
Center. Oct, 24, 

UL Lists Room Gosier Plugs, Supplementary 
Markings. Nov. 7, 33. 

DuPont’s Promotion Pe Central Home Cool- 
ing Described by = at ARI Sales 
Seminar. Nov. 14, 12. 

36.000 Sq Ft of Glass "hiber Duct In 192-Unit 
San Diego Apartment. Nov. 21, p. 10. 

Natural Gas Cooling and Heating Predicted 
for Australian Homes, Nov. 21, p. 20. 


TRANSPORT 
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(Continued from Page 14) 


Auto Air Conditioning Special Report . . 
Sales Break 2.5 Million Units, Up 39% . 
Geographic Barrier Falls, April 18, p. L 

Increase In Compressor Speeds Seen as 
Major Design Trend In Auto Cooling. April 
18, p. 42. 

Who Is Servicing Automotive Units? 
18, p. 42. 

Ansul Queries Wholesalers, 
Auto Air Conditioning Activity. 
p. 43. 

‘Information Please’ Covers Cap Tubes, Auto 
Cooler Servicing. April 18, p. 43. 

Pre-Season Sales, Stockpiling Increase Manu- 
facturers’ Auto Cooler Orders. April 18, 
p. 44. 

Virginia Requires Auto Air Conditioners To 
Meet SAE J639 Safety Practices, April 18, 
p. 45. 

‘66 Production Mark of One Million Auto Air 
Conditioners Hit by General Motors, April 
18, p. 46. 

Auto Air Conditioning Market Grows. April 
18, p. 47. 

Auto Air Conditioning Service—Who Handles 
It? Part 1—The Service Center In Connec- 
tion with a New Car Dealership. Sept. 12, 


p. 28. 
Part 2—The Independent Wheel, Brake, 
and Auto Air Conditioning Shop, Sept. 19, 


April 


Contractors on 
April 18, 


Pp. 22. 
Part 3—The Independent Automotive Air 
Conditioning Center, Sept. 26, p. 

N.Y.C. Orders 682 Air Conditioned Buses for 
$23,188,000, Sept. 26, p. 

Independents In Auto Cooler Field See 538% 
Sales Gain In 6 Months. Sept. 26, p. 2. 

With Acceptance of Cooling, Sealed Windows 

- and Thermoelectric Refrigeration Seen for 
Future Cars, Nov. 7, p. 36. 

Truck Cab Air Conditioning Field Is Grow- 
a. ag Not Without Problems. Nov. 14, 
Pp. 5 

Mess Rooms of All Ships Reactivated for 
Vietnam Service To Be Cooled. Nov. 14, 


p. 27. 
2 State Police Groups Equip Patrol Cars 
with Air Conditioning. Nov. 28, p. 32. 


Combination 
Heating and Cooling 
COMMERCIAL 
Sunbeam’s ‘Heated-With-Light’ Research 
and Engineering Center Is ‘Chicago's 


Largest.’ June 20, p. 34. 

Office Building Uses Unique Heat Pump 

age To Reduce Electricity Costs, July 
, p. 4. 

Installs Rooftop Units on Ground To Solve 
Shopping Center Heating/Cooling Problem. 
July 18, p. 24. 

Dallas Contractor Turns Boiler Repair Call 
Into $41,000 Cooling Job—Everyone Satis- 
fied. Aug. 29, p. 47. 

Buddhist Church’s Heating/Cooling Units 
Hidden In Well at Peak of Oriental Roof. 

Sept. 12, p. 10. 
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Generation Installs, Owns, Operates 
Edwards University. 


Power 
Central Plant at St. 
Sept. 19, p. 27. 

Rebuild Penn Station’s Heating, Coolinz 
System; All Exposed Ductwork Insulated. 
Oct. 3, p. 4. 

‘Bootstrap’ Heating Meets Needs of Growing 
Telephone Exchange. Oct. 3, p. 22. 

Vertical Columns To House Heating, Cooling 


Air Shafts, Oct. 10, p, 13. 

Boilers, Absorption Chiller Serve School. 
Oct. 31, p. 46. 

Five Central Station Units Heat, Cool 


Graphic Arts Building. Oct. 31, p. 46. 
Three 25-Ton Chillers Provide Economical 
Heating and Cooling for Hospital’s 50-Bed 
Addition. Nov. 21, p. 23. 
Two 1,000-Ton Chillers, Three Boilers To 
Cool, Heat Campus, Nov. 28, p. 20. 
Ohio Police School Boasts Individual Room 
Temp Control. Dec. 5, p. 23. 
‘Heat-with-Light’ Is Core of 5-Story Bank's 
Comfort Conditioning System, Dec. 5, p. 27 
Natural Gas-Fired Total Energy System Is 
Used for Motel. Dec. 19, p. 4. 
District Heating and Cooling System Ex- 
pands on Schedule. Dec. 19, p. 6. 
Temporary Piping Kept Services Operating 
During Construction. Dec. 19, p. 28. 
Man’s Environment Conditioned at New 
Florida Aquatarium. Dec. 18. ®. 2. 
Bank Tower Uses All-Electric Heating, Air 
Conditioning System. Dec. 19, p. 28. 
Urban Renewal Project Uses Heat Conserva- 
tion System. Dec. 19, p. 29. 
Canadian University Installs Central Heat- 
ing/Cooling Plant. Dec. 19, p. 36. 


RESIDENTIAL 


SMACNA Airs Problems of Residential Con- 
tractors. May 2, p. 1. 

Philadelphia Electric Cuts Home Heating 
Rate, Sets $4 Demand Charge on Heat 
Pumps. May 9, p. 1. 

Florida Heat Pump Manufacturer coe to 
Water-To-Air Units, May 9, p. 

AEP Pushes Heat Pumps for A 
Market, June 6, p. 1. 

AGA Contributing $880,000 for Development 
of or ere Residential Unit. 
June 6, 

Utility, A Bond Efforts—‘Secret’ 
Promotion of Gas and Electric Comfort 
‘Agents’ Is Well Publicized, June 6, p. 40. 

Residence Features Total Comfort System— 
‘Thomas Edison’ Home Lures Scholars for 
Cranbrook, July 4, p. 12. 

American Electric Power Explains Why It’s 
Promoting Conversion Heat Pumps, July 
18, p. 10. 

Controls Co. Builds ‘House on Roof’ To Test 
— Cooling Thermostats. July 18, 


Pp. 26. 

The Little Black Box—Machine that Condi- 
tions, Cleans Air and Water and Disposes 
Waste Is Fuller’s Solution to Housing 
Needs, Nov. 7, p. 14. 

Builder’s 1970 ‘Ideal Home’ Stresses Sound 
Control and Total Comfort Conditioning. 
Nov. 7, p. 15. 

‘Plan Service’ for Heating, Cooling Systems 
Offered to Builders by Contractor Bureau; 
— Response Is Enthusiastic. Nov, 7, 
p. 24, 
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Gas-Fired Chiller/Heater Units Provide Flex- 
ibility for Spring and Fall Seasons. Dec. 
12, p. 138. 

Cost-Saving Tips for Operating Heating and 
Air Conditioning Systems. Dec. 12, p. 21. 


Heating 
COMMERCIAL 


BHC Combats Electric Heat with Sales 
‘Battle Kit.’ Jan. 31, p. 3. 

Inflatable Buildings Permit All-Year Tennis, 
April 18, p. 37. 

Hydronics Interests Slug It Out Toe-to-Toe 
with Electric Heat for School Jobs, June 
13, p. 18. 

Gas-Fired Infrared Heat Does Not Cause 
Sterility or Sunburn—Neises, June 20, p. 1. 

Heat Recovery Cuts Fuel Costs 50% In Food 
Chain, June 20, p, 1. 

Infrared Heating Helps Extend Growing Sea- 
son In Cold Greenhouse, July 25, p. 5. 
Natural Gas-Fired Boiler-Burner Heats Ele- 
—* School Economically. Sept. 12, 

p. 31. 
System Melts Snow 


on Bank Sidewalks. 
Nov. 28, p. 20 


ASES Report Indicates Warm Head Is Basic 
to Body er gk In Milking Parlor Study. 
Nov, 28, 20. 

Phat na Mk of Agencies Request Electric Heat. 
Dec. 5, p. 3. 


RESIDENTIAL 


Humidifiers: A $70 Million Market. 

(1) Jan. 31, p. 36. 
(2) Feb. 7, p. 10. 

N.J, Contractors’ Association Attacks Electric 
Heating Subsidies, Charges Atlantic City 
wae with Rate Discrimination, March 7, 

1 


p. 18. 
Electric Heat Exposition; Industry Shows 
Maturity and Split-Personality; Skit Por- 
trays Marketing Faults; Electric/Hydronics 


Ma at Replacement Market, March 14, 
A 
Heat Pumps ae ‘Most Critical’ Two Years. 
March 14, p. 


Guaranteed Dir isten Costs Interest Few. 
March 14, p. 1. 

Total Energy Apartment Projects—Contrac- 
tor Handles Whole Deal from Economatic 
Analysis to Operating Finished Installa- 
tion, April 18, p. 32. 

Utility’s Electric Heat Promotion Detailed 
by EEI Speaker, May 16, p. 20. 

3 Heating Methods Used In NAHB Research 
House. May 30, p. 5. 

NYC Oil Group Finds Worn Out Equipment 
Big Reason for Switch to Gas Heat. June 


13, p. 35. 

Ontario Utility Avoids Making Enemies for 
Electric Heating. Aug. 29, p. 1. 

Home Hydronics System Solves Problems, 
Gets Magazine Writeups. Sept. 5, p. 29. 

Automatic Timers with Manual Override 
Increases Efficiency and Reduce Costs of 
Apartment House Heating. Sept. 26, p. 10. 

Honeywell Reveals Plans for Total Home 
Comfort Program, Oct. 3, p. 1. 
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Norris Criticism Stuns NWAHACA, Oct, 10, 


p. 1. 
How Dealer-Contractor Can Get on TV To 
Present the Humidifier Story. Oct. 24, p, 10. 
Fraser & Johnston Units Heat 90% of Unique 
‘Foster City’ on San Francisco Peninsula. 
Nov. 14, p. 6 


Electric Heat Growing In Ontario, IAEL 
Told. Nov. 14, p. 16. 
Electric Utility Offers Full Parts, Labor 


Guarantee on Home Resistance Heating 
Jobs. Dec. 12, p. 
Text of Atlantic City Utility’s = Electric 
Heat Guarantee. Dec. 12, p. 8. 
40-Section Atmospheric Boiler Quick To In- 
stall. Dec. 12, p. 25. 


INDUSTRIAL 


Gas Infrared Heaters Used In New Adalet 
Mfg. Plant. July 25, p. 5. 

Contractor Uses Truck-Crane To Install 150 
Tons of Piping. Sept. 5, p. 11. 

Detroit Edison To Use Solid State Control 
on New Boiler Unit, Oct. 3, p. 9. 

88 Gas Infrared Units Used In Progressive 
a as of Modernized Plant, Nov. 7, 
p. 10. 

28 Electric Unit Heaters Handle Carpet Mill's 
Varied Needs. Dec. 5, p. 

Data Center Runs ‘Waste Heat’ System. 
Dec. 5, p. 23. 


Refrigeration 
COMMERCIAL 


Studies Indicate Possibility of Lethal Effects 
from Irradiated Sugar. Jan. 24, p. 23. 

Government Discounts ‘Hazard’ Report, but 
Fears a Irradiation May Be Slowed. 
Jan, 31, p. 9. 

Due to Sophisticated Equipment Trend In- 
stalling Distributor Plans Major Role In 
Commercial, Industrial Refrigeration. March 


21, p. 20. 
Air Conditioning the Shopping Center, March 
28 


» P. 28. 
Large Refrigeration Market Seen In Mush- 
rooming Small Food Stores. March 28, p, 19. 
Improving Cold Storage of Foods by Rela- 
tive Humidity Control. April 18, p. 26. 


“Mechanical Package Concept Featured by 


Manv at SMI Exhibition. May 2, p. 1. 

Let Contract for Refrigeration System Study 
at Food Distribution Centers, May 16, p. 42. 

Ice Cream Plant Saves $7.000 Building 
250.000-Gal Freezer. May 23, p. 37. 

Medical School Uses Universal’s Refrigerated 
Chest Cabinets In Laboratory Protein 
Work, June 20, p. 29. 

‘Tectrol,’ Whirlpool’s Produce Storage Sys- 
tem, Experiences Dramatic Growth, July 
18, p. 23. 

Cold Storage of Farm Produce Retains 
2 tt Retards Insect Damage. July 25, 


p. 29. 
Food Processing Center Planned with Fi Mil- 
lion Sq Ft of Cold Storage, July 25, 29. 
Ex-Commercial Refrigeration Distributor 
Rolls with Trend, Finds Profit In Instal- 
lation, Service Business. Aug. 15, p. 34. 


(Continued on Next Page) 
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(Continued from Preceding Page) 


Cellular Glass Block Roof Deck Doubles as 
Insulation for Renovated Hospital Food 
Service Building. Aug. 29, p. 37. 

York Conducts Study of Refrigeration Sys- 
tems for U.S. Dept. of Agriculture. Sept. 
5, p. 11. 

Alabama Grocers’ 250,000-Sq Ft Warehouse 
Uses a Variety of Cooling Equipment. 
Sept. 12, p. 12. 

Seafood Packer Uses Conveyor Freezing 
Method - —— Processing System. 
Sept. 26, 

Curling Caner Ice Rinks ——- Work for 
Vancouver Firm, Oct, 3, 

Modular Refrigeration Units Relieve Vietnam 
Food Spoilage Problem, Oct. 10, p. 7. 
Insulation Doubles as Wall Material To 
Speed Green Giant Warehouse Construc- 

tion, Oct. 24, p. 18. 

Save Space by Hanging Blowers, Mounting 
Condensing Units on Roof. Oct, 24, p. 18. 

Public, Private Refrigerated Storage Space 
Shows Rise from 1963-1965, Oct. 24, p. 19. 

Zurich Supermarket Chain Uses Chrysler 
Units In $11 Million Cold Storage Plant. 
Oct. 31, p. 20. 

Closed Circuit Cooler Replaces Open Tower; 
a ote Capacity Improves 10%. Nov, 14, 

5. 


Dairy Constructs a Refrigerated Warehouse 
for Rapid Truck Loading. Nov. 28, p. 25. 
Frozen Food Warehouse Refrigerated with 
4 Dual Compressor Systems. Nov. 28, p. 25. 
Aluminum/Foam Panels Keep Beer Ware- 
house at Proper Temperature. Dec. 5, p. 23. 
Monsanto Licked Surge Loads, Compressor 
Failures with Circulated Evaporators In 
Chlorine Plant. Dec. 12, p. 11. 
Mammoth $175 Million Wholesale Food = 
ter Planned for Chicago. Dec. 19, p. 34. 


INDUSTRIAL 


Centrifugal Chiller Reduces Costs, Improves 
Spot, Resistance Welding. April 25, p. 11. 
Closed-Circuit Evaporative Cooling System 
Slashes Fabricator’s Water Bill. Nov, 21, 


wits 
Lab Explosion at Quaker Chemical Not Due 
to Faulty Refrigerator. Nov, 21, p. 11. 


TRANSPORT 


= Lewy Certification Plan Readied. 

an. 

Ships Refrigerate Cargo with Power from 
Self-Contained A-C Generator, Diesel Unit, 
Housed In Cargo Container, Has Its Own 
Fuel and Oil Supply. May 30, p. 4. 

Pure Nitrogen Gas Environment Postpones 
In-Transit Deterioration of Perishable 
Goods. June 6, p, 89. 

Adjacent-to- -Shipside Refrigerated Cargo = 
cility Opened In New Orleans. Oct. 24, p. 19. 


Business Management 


How the Coinsurance Clause Works In Your 
Fire Insurance Policy. Jan. 17, p. 16. 
Refrigeration Wholesalers Get Tips on Doing 
Business from Dr, Crissy, Jan. 17, p, 44. 
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Electric Heat Energy Cost Insurance Now 
Available in Louisville, Ky. Feb. 7, p. 1. 

When a Salesman Quits It Costs $$$$$—A 
Wholesaler Points Out Some Extra Losses 
You May Not Have Considered, Feb. 7, 
p. 16. 

Formula for Expansion: Full-Scale Branches 
—Right from the Start, Feb. p. 32. 

Scientific Product Distribution Replacing 
‘Better Mousetrap’ Marketing Approach. 
March 7, p. 21. 

Your Business Won’t Run Itself—Or Why 
Big Volume Contractors Go Broke, March 
14, p. 4. 

A Contractor’s Girl Zelda Examines the Cry- 
ing Need for the Champagne Party After 
the P. O, Has Been Signed, March 14, p. 23. 

CRACA Proposes Standard Guarantee/War- 
ranty Forms, March 14, p, 53. 

Four Sources of Personnel Outlined for ARW 
Members, March 14, p, 56. 

Credit Explosion Can Hurt Small Business. 
March 21, p. 27. 

Wholesalers Can Increase Profits by Con- 
trolling Hidden Costs. March 28, p. 6. 

Traits, Training of Good Mechanic Discussed 
by ARCA Panelist. May 9, p. 

MCAA Pushes Contractors To Improve Money 
Management. May 16, p. 1. 

Trade Shows Should Be Audited, Advertising 
Manager Says, May 16, p. 3. 

ARI Seminar Explores Management of Field 
Sales Force, May 16, p. 6. 

Retainer Fees ... ‘Or Equal?’ . . . Grand- 
father Clause —Cleveland Group Issues 
Recommended Practices. May 23, p. 25. 

ARI Seminar Explores Advertising, Sales 
Promotion. May 30, p. 34. 

Liberal Credit Can Be An Expensive Sales 
Tool, June 6, p. 

The Mechanical Contractor as a Customer. 
(1) June 6, p. 35. 

(2) June 18, p. 26. 
(3) June 20, p. 26. 

Managing Medium-Size Firms — Industrial 
Conference Hears Leach on How To Plan 
Company Goals. June 6, p. 46. 

NAPHCC President-Elect Robert Horovitz 
Comments on Contracting, Plumbing, and 
Industry Funds, June 13, p. 20. 

GSA ‘Prompt Payment’ Clause Requires 

Timely Payments to Subcontractors, June 


20, p. 2. 
se 4 oe for Small Business, 
, Pp. 10. 
‘Life-Saving Values of a Cash Flow State- 
wn Discussed at MCAA Session. June 


27, p. 8. 
Tehasior Dept. Asks Contracting Industry 
‘Help on Bid Listing. June 27, p. 8. 
Detroit Contractor Runs Ad To Enlist Sup- 
port In Fight with Gas Co. June 27, p. 26. 
Developing Management Team — How To 
Foster Growth Among Employees. June 


June 


27, p. 34. 
California Contractors Reminded of ‘Lien 
Law’ Notice Requirements, July 4, p. 1. 


Unlimited Long Distance Telephone Service 
Proves Profitable for Seattle Distributor. 
July 11, p. 5. 

Transportation Insurance—Who Needs It? 
July 11, p. 33. 

Finding P Saari In Insurance Programs, July 


18, p. 28. 

‘Our Suppliers Give Us More Headaches 
en ew Else,’ Contractor Says, July 
, Pp. . 
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Pay Too Much Tax, 

Aug. 8, p. 5. 

Watch Those Checks! Without Proper Con- 
trols, Writing or Cashing Checks Can Be 
Hazardous, Aug. 8, p. 27. 

MCAA Survey Shows High Dollar Volume, 
Net Income to Sales, and Net Return. 
Aug. 29, p. 29 

Employment Policy Under New Rights Law. 
Aug. 29, p. 40. 

Lennox Dealers Given Some Tips on ‘The 
Business End of Your Business.’ Sept. 5, 
p. 26. 

Manpower Problems of Small Contractors 
Discussed at Michigan NWAHACA Meet- 
ing. Sept. 19, p. 10. 

Check Tax Liability When Buying or Selling 
a Business, Sept. 19, p. 18. 

Tax Summary—Internal Revenue Not Always 
Right. Sept, 26, p. 

ARW Hears age and Cons of Diversifica- 
tion. Oct. 3, p. 

NFIB Study Bal Trend Toward Non-Bank 
Financing. Oct. 3, p. 14. 

Tax Talk—Travel and Entertainment Ex- 
penses In 1966. Oct. 10, p. 32. 

When Automation Comes—How To Plan 
Orderly, Responsible Transition for Em- 
ployees. Oct. 31, p. 10. 

Los Angeles Seminar To Help Contractors 
Adapt Operations to Changing Conditions. 
Oct. 31, p. 38. 

Honeywell Tells Where and How It Recruits 
Manpower. Oct. 31, p. 48. 

Advertising’s Rule of ‘Repetition’ Applies to 
Small Ads as Well as ~~ Adman Mac- 
Laren Says. Nov. 7, 8. 

NOFI Meeting oe Utility Subsidy Prob- 
lem. Nov, 21, p. 

Wholesalers Told How To Decide If They 
_ _ for Inventory Control. Nov. 

’ Pp. ° 

Leasing or Buying—Which Is the Best Bar- 
gain? Nov, 28, p. 18. 

Ten ——— of Retail Advertising. 
Dec. 5, p. 

Pipe Tools , an to Mechanical Con- 
tractor Installing ar = 200 Miles of 

Dec; 1 


Many Wholesalers 
NHAW Speaker Warns. 


Pipe a Year. 


Pp. 
Loan Assistance "ene for Sinall Business. 
Dec, 19, p. 32. 


Education 


Manpower—Big Bottleneck (Training. Pro- 
grams an Answer; Union Attitude a Prob- 
lem). Jan. 17, p. 1. 

Teaching Machines and Materials Highlight 
Carrier Display (Packaged Courses Avail- 
able). Jan. 17, p. 7. 

Status of Training Reviewed by ARCA. Feb. 


14, p. 7. 

Cooperative Project Gives Cal Poly Cooling 
System for Study and Use. Feb. 28, p. 13. 

Refrigeration Course Spurs Labor Recruiting 
In Detroit. Feb. 28, p. 14. 

ARCA Speaker Gives RSES Views of Train- 
ing Programs. March 14, p. 18. 

School Air Conditioning—Architects, Consult- 
ing Engineers Discuss Windowless Concept, 
Cost Savings, Bacteria Count, Design 

Approaches. March 14, p. 20, 
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Selling Educators on Air Conditioning as a 
Must. March 14, p. 20 

Wide Use of Turf Heating Seen In Sports, 
Agriculture, March 14, p. 38. 

Detroit Air Conditioning Industry Asks 
Junior High Counselors To Steer Their 
Mechanically Minded Boys Into Trade 
Course. April 18, p. 40. 

Chicago Servicemen’s Training School (Oper- 
ated by Contractor Group) Graduates 119 
Following 30 Three-Hour Night Sessions. 
May 23, p. 39. 

Training at All Levels Is Major Function, 
Distributor Corp. of New England Believes. 
Firms President Presents Details of Varied 
Courses. May 30, p. 46. 

Teaching Machine Used In Air Conditioning 
Class. June 6, p. 13. 

Air Conditioning and Refrigeration Courses 
Increasing Supply of Trained Personnel, 
ARI Indicates, June 13, p. 4. 

ARI Awarded $15,000 Grant To Prepare In- 
structors’ Guide for Heating, Cooling, 
Maintenance, and Service. July 18, p.. 2. 

Detroit Project To Ease Mechanic Shortage 
Recruits 50 Students for High School 
Course. Aug. 8 p. 18. 

Kromer Asks 15-20% More UA Apprentices; 
Urges “ To ‘Talk Up’ Industry In Schools. 
Aug. 8, p. 20. 

CRACA Booklet Recruits Personnel for In- 
dustry. Sept. 26, p. 6. 

MDTA Cooling Sheet Metal School Closes; 
Labor Opposition Blamed In Demise After 
6 Months. Oct. 31, p. 1. 

Herrick Lab Advisory Group Pe ag Action 
on Engineer Shortage, Oct, 1, 

a Extends Educational activities. Nov. 

ARCA Siedanink Instructor's Guide To 
Augment Course for Mechanics. Nov. 28, 


p. 5. 
University Pilot Short Course In Hydronics 
Planned by NHAW. Dec. 5, 28. 
California Polytechnic Enrolls 129 In Heat- 
ing and Air Conditioning. Dec. 5, p. 28. 
Philco-Ford To Provide Vocational Training 
In Maintenance Trades. Dec. 12, p. 3. 


Labor 


Union Membership Rules Don't Apply to 
Hiring, NLRB Says. Jan. 10, p. 2. 

NYC Local’s Insistence on Fabricating 
Dampers Runs Afoul ‘Hot Cargo’ Clause. 
Jan. 31, p. 3. 

UA Wins 36-Hr, Week In Two California 
Counties. Jan. 31, p. 58. 

ARCA Wants UA To Create Autonomous 
Fitters Group. Feb. 21, p. 12. 

Civil Rights Charge Is Latest Attack upon 
St. Louis UA Local 562. Feb. 21, p. 24. 
N.J. Arbitration Seen as Test of Wage 

Guideposts. April 4, p. 1. 

NLRB Opens Hearing on Cleveland Disas- 
sembly Case, April 11, p. 1. 

Wirtz Promises Complete Study of Wages, 
Hours of Work, Productivity bags Arbitra- 
tors In N.J. Case. April 11, p. 32. 

NLRB .Rules That Student Workers Aren't 
Part of Bargaining Unit. May 2, p. 4. 


(Continued on Next Page) 
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(Continued from Preceding Page) 


NLRB Examiner Finds International's Objec- 
tions Irrelevant If Local Agrees to Con- 
tract. May 9, p. 17. 

SMW Local Violated NLRA by Forcing Em- 
ployer To Support Industry Fund. June 
18, p. 36. 

3,000-Item ‘Labor Calculator’ Now Available 
from NAPHCC. July 4, p. 2. 

Boston Contractors, Unions Revise Rules for 
Joint Board To Settle Jurisdictional Dis- 
putes, July 25, p. 

ARCA Asks UA To Reaffirm Miami Agree- 
ment. Aug. 1, p. 1. 

Association, Union Statements on Settlement 
Disagree. Aug. 22, p. 1. 

Horovitz Urges Industry To Do Own Arbitra- 
tion. Aug. 29, p. 1. 

What Miami Agreement? Turnover of Con- 
tractor Representatives In Dealing with 
bagel Causes Confusion, Says Ward. Oct. 17, 
p. 1. 

NLRB Rules on Negotiation of Industry 
Promotion Fund. Nov, 14, p. 2. 

ARCA Comments on Ward’s “spa! on Com- 


munications. Nov. 21, p. 
Excerpts from ARCA /OA'a 1949 ‘Miami 
Agreement.’ Nov. 21, p. 10. 


NLRB Rules Union, Sheet Metal Firm Both 
_— Act In Discharge Case, Nov. 21, 


16. 
vA’ Local ae Py Stop Contractor Coercion. 
~ Nov. 21, 
Union Ramin Answers Laube’s Com- 
ments on NLRB Ruling In Climate Control 
Co. Dispute. Dec. 12, p. 20 


Legal News 


FTC Rules California Auto Parts Buying 
Group Received Discriminatory Price Dis- 
counts. Feb. 7, p. 6. 

National Building Code? ‘Far Reaching 
Recommendations Dealing with Building 
Codes’ Disturbs Some In Construction In- 
dustry. Feb. 14, p. 62. 

8 Associations File Amici Curiae Brief In 
Packaged Boiler Case. Feb. p. 

City of Los Angeles Dept. of Building “& 
Safety Heating & Refrigeration Div, Non- 
Metallic Duct Check List. March 7, p. 40. 

Excerpts from Text of ‘Amici Curiae’ Brief 
My In Packaged Boiler Suit. March 7, 


p. 41. 

Virginia Legislature Votes To Check on 
Utility Subsidies. March 21, p. 1. 

Watts vs. AGA--Suit Challenges Right of 
Assn. To Establish Standards for Industry. 
April 11, p. 2, 

5% Ad Allowance to Competing Customers 
Approved by FTC. April 18, p. 16. 

Battle of Fuels Goes to Court In Georgia. 
April 25, p. 1. 

NLRB Adjourns Reassembly Case In Cleve- 
land. April 25, p. 2. 

Single Licensing Plan In Dade County To 
Cut Costs for Florida Contractors. May 2, 


p. 5. 

Defense Materials System—How Defense 
Orders, Controlled Materials Are Regu- 
lated. May 2, p. 12. 

Supreme Court Charges ‘Classic’ Conspiracy 

Between GM/Franchisers In Discount Case. 

May 9, p. 40. 
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NYC Adopts Stringent Air Pollution Law. 
May 9, p. 40. 
Installing Condensate Drains Is Pipefitters’ 


Job, Boston Court Rules. May 16, p. 35. 
Burnette Calls on Industry To Continue 
Unity Against Common Situs Picketing 
Bill. May 23, p. 3. 

Does Utility Selling Below Cost Violate U.S. 
Anti-Trust Laws? May 30, p. 1. 

Manual Gives Comprehensive Data on Cali- 
fornia Mechanics’ Lien Law. May 30, p. 6. 

Opening Statements In Antitrust Action 
Against Refrigerant Producers, June 20, 
| ea 

Union Carbide and duPont Not Guilty In 
Refrigerant Antitrust Suit, June 27, p. 1. 

NYC Suspends Water Restrictions. June 27, 
Pp 2. 

Resume of Wholesaler’s Testimony In Re- 
frigerant Suit, June 27, p. 20. 

St. Paul Piping Group Charges College Elec- 
tric Heat Plan Is ‘Wasteful.’ July 4, p. 1. 

Coral Gables Adopts Noise Law, Repercus- 
sions Start. July 11, p. 1. 

Suit Claims Loss of Value Through Cooler 
Noise, Jury Disagrees. July 18, p. 3 

Wholesalers Lend Support to Legisiation 

' Clarifying Exclusive Territorial Franchises. 
July 18, p. 39. 

NYC Sets Deadline for Units Lacking Water 
Recirculation. July 25, p. 1. 

San Francisco Now Requires UL-Approved 
Fire Dampers Indicated In Specifications. 
July 25, p. 3. 

Danfoss Investigation— Dumping Decision 
Can Mean Higher Duties, but No Penalties; 
Customers Not Involved. Aug. 1, p. 2. 

Court Rejects 2 FTC Tests for Good Faith 
In Cutting Prices To Meet Competition. 
Aug. 8, p. 17. 

Overcome Noise Limits—Toronto Area Town- 
ship Rules Central Home Coolers Legal. 
Sept. 5, p. 1. 

Michigan Law Restricts Use of Contractor 
‘Hold Harmless’ Clauses After April 1. 
Sept. 5, p. 4. 

Metropolitan Dade County To Start Collec- 
tive Contractor Licensing. Sept. 19, p. 1. 

Noisy ‘Air Conditioner’ Turns Out To Be a 
Cooling Tower In Hartford Case. Sept. 


19, p. 1. 

Building ae To Consider NACHVRO 
Code. Sept. 26, p. 1. 

Coral Gables Delay 5 tae: Ordinance En- 
forcement. Oct. 3, 

NLRB Examiner Finds “Iegal Coercion In 
Prefab Case, Oct. 17, p. 1. 

Mfrs. Fight Oregon Code Change—Seek To 
Prevent Derating of Line Voltage Thermo- 
stats. Oct. 24, p. 1. 

In NLRB Minneapolis Case—Appeals Court 
gy Aside Package Boiler Decision. Oct. 

.p. 1. 

Proposed City Code Requires Heating Sys- 
tem Be Designed for Future Addition of 
Cooling. Oct, 31, p. 36. 

Sound Code Heows—Industey. Users Act In 
Beverly Hills. Nov. 14, p. 1. 

Sound Code News—Coral Gables Working on 
Revisions. Nov. 14, p. 1. 

ICBO Adopts NACHVRO Code for UBC. 
Nov. 14, p. 1. 

NYC Studies Proposals To License A/C Con- 
tractors. Nov. 21, p. 1. 

SMART Distributes Lien Law Manuals to 
L.A. Contractors. Nov. 28, p. 8. : 
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St. Paul Group Fighting Electric 
Heat on School Jobs. Dec. 5, p. 1. 
NAPHCC Files Complaint with FTC Against 


Subsidy Programs by Utilities, Dec. 12, 
p. 1. 


Piping 


Series 


King on Training 

Low Voltage & the Electrical Contractor. 
Jan. 24, p. 14. 

Incentive Programs & Recognition, Feb, 14, 


Establishing Service Training Schools. March 
7, p. 38. 


Vocational Training In the Public Schools. 
March 21, 32. 
The Value of ’ Simulator Board, March 14, 


p. 38 


Thomas R. ‘‘Doc’’ Rusk 

Keys to Greater Profits for the Indoor Com- 
fort Dealer. How To Make a Good Net 
Profit Through Realistic Management by 
Thomas R. ‘‘Doc’’ Rusk. July 4, p. 8. 

Keys to Greater Profits for the Indoor Com- 
fort Dealer, ‘Customers Don’t Come To Me 
. . . Where Do I Get Them?’ by Thomas 
R, ‘“‘Doc’’ Rusk. July 25, p. 

The Skilled Labor Shortage and How We're 
Solving It. Sept. 12, p. 24. 

Last Summer’s Hot Prospects Can Be Sold 
Now—If You Know How. Dec. 12, p. 24. 


A Consultant Looks At... 


Psychrometrics. 
(4) Jan. 10, p. 14. 
(5) Jan. 17, p. 48. 
(6) Jan. 31, p. 23. 
(7) Feb. 14, p. 18. 
(8) Feb. 28, p. 23. 
(9) March 14, p. 49. 
(10) March 28, p. 24. 
(11) April 11, p. 27. 
(12) April 25, p. 18. 
(18) May 2, p. 22. 
(14) May 16, p. 40. 
ASHRAE Symposium on Air _ Pollution. 
March 7, p. 33. 
The Diary of An Electric Heat Job. May 


9, p. 34, 

ASHRAE’s Symposium on _ Environmental 
Physiology. May 30, p. 32. 

ASHRAE Symposium on Centralized or De- 
centralized Chiller Installations for Uni- 
versities. July 25, p. 16. 

The Reaction to the ‘Diary of the Electric 
Heat Job.’ Aug. 15, p. 10. 

ASHRAE Symposium on Hospital Air Condi- 
tioning. Aug. 22, p, 12. 

Some Contractor Gripes. Nov. 14, p. 32. 

Wisconsin Heating, Air Conditioning Insti- 
tute. Dec. 5, p. 16. 

Wisconsin Heating, Air Conditioning Insti- 
tute Considers Guarantees from All View- 
points. Dec. 12, p. 

Wisconsin Heating, Air Conditioning Insti- 
tute Considers Where and When To Use 
Air Filters, Dec. 19, p. 26. 


A Serviceman Looks At... 

C. A. Geist... 

Installation Practices, Jan. 31, p. 20. 
Subcooling. March 7, p. 24. 
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A Handy Tool. March 28, p. 16. 
Pneumatic Controls, May 30, p. 40. 
Notes From a Service Job. 

Part 1, June 13, p. 30. 

Part 2, June 20, p. 28. 
A Reader’s Questions. July 18, p. 29. 
A Reader’s Questions. Oct. 10, p. 30. 
Condenser Water Problems and Electronic 
Water Treaters, Nov. 14, p, 21. 
Advice on Unloading Compressor Draws 
Valve Makers’ Comments, Nov. 28, p. 28. 
Advice on Unloading Compressors Draws 
Valve Makers’ Comments, Dec. 5, p. 8. 


Trends In Compressor Design 
(5) Jan, 3, p. 28. 

(6) Jan. 17, p. 18. 
(7) Jan. 31, p. 28. 

Soumerai Reviews Readers’ Comments: Ger- 
man Editorial Indicative of Foreign Inter- 
est; World Wide Reaction to Compressor 
Trend Series, March 21, p. 38. 


Service 

Air Conditioning Service 

Alert Supervisor Is Key to Profits In Service 
Contract Program, Jan. 31, p. 1. 

Traits, Training of Good Mechanic Discussed 
by ARCA Panelist. May 9, p. 

How Truog-Nichols Controls Its Servicemen, 
Protects Against Nuisance Calls, Simplifies 
Record Keeping. March 14. p. 50. 

CRACA Proposes Standard Guarantee/War- 
ranty Forms, March 14, p. 53. 

Warranty Claims Save Vandenberg Air Force 
Base oe “ Guaranteed Items Tagged. 
Aug. 29, 

Contractor Niece Ultrasonic System To Locate 
Duct Leaks; Cuts Time 80%. Aug. 29, p. 46. 

—_ Air Conditioning Service—Who Handles 

t? 


(1) Sept. 12, p. 28. 

(2) Sept. 19, p. 22. 

(3) Sept. 26, p. 26. 
Service Practices . . . 

ice Training Aid. 

(1) Sept. 26, p. 14. 


From a Carrier Serv- 


Check List for Trouble Shooting Belt Drive 
Blowers . by Harold F. Farquhar, Chief 
Engineer, ‘The Lau Blower Co. Nov. 14, 
p. 25. 


Heating Service 

Gas Burner Controls—(From Honeywell 
Handbook) (2). Jan, 3, p. 26. 

Utility and Dealers Agree To Seek Answer 
to Heating Service Problem, Jan, 31,' p. 37. 

Warm Air Dealers Told To Develop Service- 
men, Not Hunt for Them. March 14, p. 19. 

Furnace Start-Up Checks Offered In Airtemp 
Service Bulletin. Oct, 31, p. 27. 

Most Stat Failures Due to Overloading, 
Mears Records Show, Oct. 31, p. 27. 
Coleman Includes Labor and Mileage Sane 

In New Warranty. Dec. 12, p. 1 


(Continued on Next Page) 
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(Continued from Preceding Page) 


Refrigeration Service 

How One Commercial Refrigeration Distribu- 
tor Works To Improve Journeyman Pro- 
ductivity In Service Dept. Jan, 2%, p. 22. 

Customer Authorizes Everything — Special 
Forms Save Service Contracting Firm 
Headaches In Billing, Collecting. Feb. 7, 


p. 20. 
U.S. Warns Against Misusing Silver Solder 
Containing Cadmium, March 14, p, 1. 
On Burnout Protection . . . Reader Protests 
Advertisement, Gets Reply from Manufac- 

turer, March 14, p. 42. 
More Than 900 Attend 2-Day Service Seminar 
Staged by Garden State RSES. March 28, 


p. 8. 

How To Trouble-Shoot—Cause of ‘Faulty 
Compressor’ May Be Electric Component 
Failure, April 11, p. 9. 

Burnout Cleanup Procedure for Large Ton- 
nage Systems (From Bulletin by The Ansul 
Co.). May 2, p. 30. 

Robertshaw’s Milford: Div, Extends Warranty 
to 30 Mos. June 6, p. 1. 

Market Chain Studies Causes of Leaks; 
Finds 42.2% In Purchased Components. 
Aug. 8, p. 18. 


Standards 


RSES Offers Uniform Electrical Symbols. 


Jan. 17, p. 1. 
wy yg 3 of ASA B9.1-1964 Changes. Jan. 


24, p. 20. 
ARI To Certify Forced Air Heating, Cooling 
Coils. March 21, p. 1. 

ARI Announces Standards for “wd Pack- 
ages, Induction Units. May 9, p. 1. 
ARI’s New Sound Ordinance Calls for 

A-Scale Readings. June 27, p. 1. 
Cooling and Heat Pump Standards for South- 

ern Calif. Issued by ARC. July 4, p. 1. 
UL Proposes Revising 3-Conductor Cord 

Standard To Match NE Code. Sept. 26, p. 2. 


NEMA Room Unit Section Rejects Sound 
Standards, Oct. 24, p. 1. 


Statistics 
eo Cites 15% Shipment Gain. Feb. 28, 


Sdentical Homes ae Study of Gas & Electric 
Costs. April 11, 28. 
birsy tid Shipments Gp 17% In 1965. May 2, 


yh) ae Units: Quantity and Value of 
Shipments, 1964 and 1963. May 2, p. 24. 
Engineered Systems—Installed Value of '65 
Air Conditioning Is 15% Above 1964, Sets 
New Record. May 16, p. 2. 
Miscellaneous Air Conditioning and Refrig- 
eration Equipment. Quantity and Value of 
Shipments, 1964 and 1963. May 16, p. 43. 
Unitary Air Conditioner Installed Value 
Topped $Billion Mark In '65—ARI Reports. 
June 6, p. 1. 
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Gas Industry Adds 1.1 Million Heating Cus- 
tomers In 1965; Total Now 26.8 Million. 
July 18, p. 5. 

Identical Homes Aid Study of Gas & Electric 
Costs. July 18, p. 87. 

Gas Utility Cooling Customers Triple In 5 
Years, Reports AGA, Aug. 8, p. 1. 

“<2 Gas Heats 35,000 U.S. Schools. 

Dp. 

East Ohio Gas Co, Gas/Electric Home Heat- 
ing Test Indicates Fuel Cleanliness Is 
Equal, Cost Is Not. Sept. 12, p, 14. 


Aug. 


Technical and Engineering 


Westinghouse Introduces New Design In 
Refrigeration Cycle (To Apply Hi/Re/Li 
to Heat Pumps First). Jan, 8, p. 1. 

Increased Education of Installers Seen as 
Key to Reducing Compressor Failure Rate. 
Feb. 7, p. 14. 

Consulting Engineers Expect Record Demand 
for Services, Competent Manpower Short- 
ages, Compensation Dropping Further Be- 
hind Engineering Costs, Feb, 14, p, 16. 

A Guide to the Application of Refrigeration 

- Compressors. Feb, 14, p. 2. 

Why Does Refrigerant Migration Create 
Mechanical Hazard In Split System? 
(1) Feb. 14, p. 28. 

(2) Feb. 21, p. 8. 
(3) Feb. 28, p. 30. 
(4) March 7, p. 15. 
(5) March 14, p. 14. 
(6) March 21, p. 34. 

Hydronic Systems Theory and Practices Dis- 
agate at RSES Educational Session, March 
» p. 30. 

School Air Conditioning—Architects, Consult- 
ing Engineers Discuss Windowless Concept, 
Cost Savings, Bacteria Count, Design Ap- 
proaches, March 14, p, 20. 

How Mfr. Can Spend Less, Get More from 
Technical Literature. March 21, p. 1. 
Shopping Center Operators Discuss Problems 
of Air Conditioned Malls. March 21, p. 14. 
‘Opportunity’ Keynotes Purdue Seminar for 

.Engineers. April 4, p. 

Text of J. W. Harris Co. Bulletin on 
Cadmium Poisoning. April 25, p. 17. 
Holden Tests New Aluminum Brazing System 
as Answer to Copper Pinch. May 9, p. 14. 
Engineers, Contractors Seen Responsible for 
Controlling Outside Equipment Noise. May 

1 


9, p. 18. 

Blowing Wool R/Numbers Given on Insula- 
tion Bag Labels, May 9, p. 2. 

Heat Pump Not Only Heats or Cools, It 
Also Supplies Domestic Hot Water. May 


23, p. 6. 

AGA Contributing $880,000 for Development 
of ye > aaa Powered _Residential Unit. 
June 6, 

Effusion F Poy Lower Than Rubber—Bonded 
Nylon Hose Can Be Used with Refriger- 
ants-12, -22, -502, June 6, p. 38. 

Perfection Evaluates Direct-Drive, Belt- 
Driven Blowers. June 6, p. 47. 

NEWS’ Coral Gables Noise Tests Confirm 
High Ambient Charge, June 20, p. 1. 
Research Data on Burnout Protection of 3- 
Phase Motors In UL Bulletin. June 20, p. 6. 
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Internal Motor Protection Permits Compres- 
sor Operation over Broadest Range, Stenger 
Tells IEEE. June 20, p. 25. 

Report on Fire Resistance, Safety of Fibrous 
Glass Ducts, June 20, p. 

New Bulletin on Cadmium Poisoning Pub- 
lished by J. W. Harris Co. June 27, p. 12. 

G-E Produces Low-Cost Silicon Microelec- 
tronic Circuits by New Method, July 11, 


p. 26. 

Make-Up Air Heating fot Commercial Estab- 
lishments, July 11, p; 30. 

Now It’s R-502 and R-504, July 11, p. 39. 

Major Considerations In Specifying and In- 
_o Ventilating Ceiling Systems. July 
18, p. 14. 

Tecumseh Insists on Internal Protection, 
Refrigerant Control, July 25, p. 1. 

What Detroit Edison Has Learned After 
bg Heat Pumps for 10 Years, July 25, 


. 20. 

cme Water Hammer Is Caused—and Cured. 
Aug. 15, p. 16. 

Value of Internal Protectors for Motor Start 
Windings Challenged. Sept. 5, p. 8. 

Make-Up Air: A Definitive Review of Its 
Principles and Applications, Sept. 5, p. 18. 

Rediscovering the Electrode Boiler . . . by 
M., C. Stone, Technical Coordinator, Ametek, 
Inc. Sept. 12, p. 6. 

Air-Moving Devices—Features and Draw- 
backs of Various Types. Oct. 3, p. 26. 
Separate Bids, Specs on Air-Handling Work 
a by Quint-Cities Contractors, 

, Pp. 'e 

Compare Blower Curves and Actual Per- 
formance by Harold F. Farquhar, Chief 
—— The Lau Blower Co. Oct, 31, 

peperene Sheet Metal Spec Listings Proposed 
by Dayton Area Group. Nov. 7, p. 21. 

Automatic Controls: Theory and Application. 
Part 1, Nov. 7, p. 28. 

Part 2, Nov. 14, p. 30. 
Part 3, Nov. 21, p. 24. 

Texas Says Nonlicensed ‘Engineer’ Tag Is 
Illegal. Nov. 21, p. 4. 

Improving Cooling Tower Efficiency—Water 
Recirculation Increases Cooling Tower Life 
bg a Temperature Applications. Nov. 

» Pp. D. 

Pump Selection and Piping Layout Simple 
If Basic Steps Are Followed. Nov. 28, p. 22. 

Cerny Answers Air Purity Critic. Dec. 5, p. 5. 

New Method of Estimating Heat Require- 
ments Reduces Overheating and Overlight- 
ing Errors. Dec. 10, p. 22. 


Tech Center 


Proposed Standard of Graphic Symbols for 
Electric Diagrams. Jan, 3, p. 24. 

More on Metering Devices, Jan, 17, p, 465. 

A Look at Warranties In Commercial Re- 
en Hussmann, Tyler, Jan. 
24, p. 

Luxaire , Air Handling In Residen- 
tial Heating-Cooling. Jan. 31, p. 40. 
Sound 7 enggehtaa It-Yourself Style. 

Feb. 7, 
The Coat” ‘et. ” Servicing Packaged Chillers. 
Feb. 14, p. 20. 
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Gas Turbines and Total Energy: Some Prac- 
tical Considerations. 
(1) Feb. 21, p. 14. 
(2) Feb. 28, p. 26. 

Dunham-Bush’s Approach to Supermarkets. 
March 7, p. 22. 

Hydronic Heat—Where to Now? March 14, 
p. 13. 

The Copper Shortage—Another Chance for 
Aluminum, March 21, p. 19. 

Electric Heat—1966, The Willamette Study. 
(1) March 28, p. 10. 
(2) April 4, p. 80. 
(3) April 11, p. 8. 
(4) April 18, p. 34. 

Is Technological Leapfrogging Possible for 
Underdeveloped Countries? April 25, p. 29. 
The Fuel Cell: How Practical? ... How 
Soon? May 2, p. 28. . 
Three Other Power Conversion Concepts. 

May 9, p. 26 
Mobile Homes, 
(1) May 16, p. 32. 
(2) May 23, p. 20. 
(3) May 30, p. 28. 
(4) June 6, p. 36. 
District Cooling: Some Military Experience. 
June 138, p. 32. 

A Consulting Engineer Comments on Air 
Conditioning Systems, June 20, p. 18. 
Aluminum-to-Copper Wiring Can Generate 

Problems, June 27, p, 23. 
Whatever Happened to Negative Ions? 
(1) July 4, p. 20. 
(2) July 11, p. 29. © 
“a State Symposium In Print, July 11, 


. 10. 

The Solid State Control: What It Is, What 
It Does. July 11, p. 12. 

A Solid aera Motor Protection System. 
July 11, 14. 

pos BBs ‘of age ag Controls to A-C 
Motors, July 11, 

A —-. _ with watia “state Controls, July 
1 

How the ATC System Works, July 11, p. 22. 

Solid State Glossary. July 11, p. 24. 

Tech Center Epilogue. July 11, p. 25. 

G-E Produces Low-Cost Silicon Microelec- 
tronic Circuits by New Method. July 11, 


p. 26. 
New Penn Control System Uses Solid State 
and Electromechanical Parts, July 11, p. 26. 
Solid State Relay Line Controls Loads to 
40 Kw. July 11, p. 27. 

Electronic Control Corp. Reviews Its Solid 
State Devices. July 11, p. 27. 

Make-Up Air Heating for Commercial Estab- 
lishments, July 11, p. 30. 

Solid State Controls May Improve Operation 
of Air-Cooled Condensers In Low Tempera- 
ture, Carrier Engineers Say. July 11, p. 38. 

An Ohm's Law Calculator, July 18, p. 33. 

A Professor's View of Commercial Refrig- 
eration Technology. 

(1) July 25, p. 28. 
(2) Aug. 8, p. 24. 
(3) Aug. 15, p. 28. 
(4) Aug. 22, p. 18. 

German Slide Rule for pea a Thermal 
and Air Relationships. Aug. 1, p. 15. 

Utilities and Merchandising, ‘Aug. 29, p. 14. 

Can Manufacturers Standardize on Charging 
and Evacuation Procedures? Sept. 5, p. 20. 


(Continued on Next Page) 
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(Continued from Preceding Page) 


The Swing to Decimal Fractions—and Why. 
Sept. 12, p. 33. 

Are Fluorocarbon Refrigerants REALLY 
Safe? 
(1) Sept. 19, p. 24. 
(2) Sept. 26, p. 28. 

The Sheet Metal ‘Supermarket’: 
portant Is It? Oct. 3, 

Life Expectancy of Equipment, Oct. 10, p. 15. 

‘FLUISIL’—The Answer to Low Tempera- 
ture Oil Problems? Oct. 17, p. 26. 

Conductron Gas Air Conditioner—An Evalua- 
tion, Oct, 24, p. 1. 

Air Conditioning Industry Viewed as Short- 
a ig by Consulting Engineer. Oct. 31, 


Heat Pump Standards, Nov. 7, p. 20. 

A Review of Published Data on Compressor 
Failures. Nov, 14, p. 28. 

Vortex Tube Cooling. Nov. 21, p. 21. 
Supermarket Refrigeration — (A 
User Report). Nov. 28, p. 24. 

Dec. 5, p. 20. 


How Im- 


Briefs. 


Authorities Evaluate, ‘Suggest Residential 
Load Calculation Changes. Dec. 12, p. 30. 
Airtemp Goes All-Aluminum. Dec. 19, p. 30. 


efe,e 

Utilities 

GATE Makes Fast Progress on Programs, 
+ igeeged All-Gas Utilities To Join, April 
18, 

How Rae Gas Industry Methodically Prepares 
To Merchandise Total Energy. April 25, 
p. 15. 

Oil Replacing Gas In NYC, Subsidies Hit 
In Other Areas, NOFI Hears, May 23, p. 1. 

Houston Utility Extends Guaranteed Cost 
Offer. June 6, p. 46. 

Guaranteed Heating Costs by Va. Utilities 
Banned. July 11, p. 1. 

Chicago Gas Utility Seeks Loan Lure OK, 
Airs Fuel Battle. July 11, p. 1. 

Gas Utility Promotes Gas Heat, Electric 
Home Air Conditioning. Aug. 15, p. 1. 
Gas Utility Arm Loans $3 Million to De- 

veloper. Sept. 19, p. 1. 

End to Utility Competition In Gas Cooling 
Field Sought by California Contractors. 
Nov. 21, p. 28. 


Wholesaling 


The Wholesaler and IBM Work Out Bugs In 
Data Processing System, Jan. 10, p. 6. 
Stronger, Not Longer, Warranties Urged at 

ARW Convention. Jan. 2%, p. 11. 

Dr. Crissy Replies to Wholesalers’ Comments 
—Refrigeration Men Show Spirited Interest 
In ‘Ucon’ Lectures. Jan. 31, p. 18. 

Private Printshop Lets Wholesaler Create 
Dealer Sales Campaigns, April 18, p. 10. 

Direct Selling Drives Firm from Unitary 
Equipment Field. April 25, p. 4. 

Cost of Collecting Out-of-State Taxes Could 
Approach 30% of Taxes Collected, Alter 
7 Congressional Committee, April 25, 


p. 12. 
How NHAW Wholesalers Compensate Sales 
Staff To Provide Incentive. July 25, p. 24. 
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Pennsylvania Engineering Offers Refriger- 
ants to NHAW Members. Sept. 5, p. 1. 
ARW Hears Pros and Cons of Diversification. 

Oct. 3, p. 1, 

Reflects ‘Old Line’ ARW View—Customer 
Service Remains Key Factor In Tersco 
President’s Credo for Wholesalers’ Success. 
Oct. 17, p.. 10. 

NAW Official Says Wholesaler Should Not 
Be Content with Less Than 12% Return on 
Investment, Oct. 17, p. 18. 

Pros and Cons of Wholesaler Handling Pack- 
aged Equipment, Oct. 17, p, 18. 

How About Heating Lines? Oct. 17, p. 20. 

Do We Want Automotive Air Conditioning? 
Oct. 17, p. 24. 

‘Making Money Through Inventory’ De- 
scribed by John Robertson, Nov, 7, p. 1. 

NOFI’s McDaniail Tells Jobbers To Sell 
Equipment Too. Nov, 7, p. 

How Manufacturers Distribute 
NHAW Wholesalers, Nov. 21, p. 13. 

Profile of 55 NHAW Members. Nov. 21, p. 13. 

NHAW’s Lillard Discusses Distribution Pat- 
terns, Assn, Mergers, Industry Trends and 
Problems, Nov, 21, p. 14. 

NHAW and ARW Have Few Mutual Mem- 
bers. Nov. 21, p. 15. 


Through 


World Trade 


U.S. Madrid Exposition Exhibitors Report 
Sales Totaling $1.3 Million... March 28, p. 18. 

Selling Abroad Much Like ‘Selling In U.S. 
Market. March 28, p. 20. 

Madrid Refrigeration Exhibition ee a 
Success by Sillcox. April 18, p. 6. 

Kelvinator Australia Asks Duty Protection 
° 1 = 38 Hp Accessible Hermetics, April 

, p. 6. 

Tips on Licensing as ene i Vivendi’ In 
World Trade. May 30, 

How Foreign Freight Sineuideie Aid Firms 
Engaged In World Trade, Aug. 1, p. 1. 

Refrigeration, Air Conditioning Lead U.S. 
Export Gains This Year. Aug. 1, p. 1. 

Central American Common Market Nears 
Goal of No Trade Restrictions Among 
Members, Aug. 1, p. 14. 

First U.S. Exhibit at Hannover Fair Is 
‘Triumph’ for Heating/Cooling. Aug. 1, 


p. 22. 

Exhibitor Tells What Hannover Fair Means 
to American Heating/Cooling Industry. 
Aug. 1, p. 23. 

How Eximbank Functions To Allow U.S. 
Firms To Sell Goods on Credit In World 
Markets. Aug. 1, p. 28. 

Air Conditioning, Heating Items Can Now 
Be Exported to East Europe Without 
Validated License. Oct, 24, p. 3. 

Honeywell’s Spencer Evaluates Western 
European Market, Nov. 7, p. 30. 

World Trade Seminars Planned — Ex- 
position In Detroit. Dec. 19, p. 1. 

Korea Allows Limited Import of Certain 
Cooling Equipment. Dec. 19, p. 1. 

European Products, Dec. 19, p. 14. 

It’s a Buyer’s Market In World Trade, So 
Seller Must Offer Service, Credit, Dec. 
19, p. 16. 

Coming to World Trade Seminars? Tell Us 
In Advance, Dec. 19, p. 37. 
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